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303. i « for poffible read fufible 

405* 6. for thefe read thofe 

406. $. after phlogifticated^air 

407I £8. before cobalt tf<sW of 

408* 1. penult* /ir necefTarily had neceffarjf 

412. 6a yir equally read equably 

413. 8. after dcphlogifUcated add air 
418; 8. 3/^r imagined #Af that 

42 1 . 13. yir come ?wd? came 
423* 8» dele a i^fer* watef 

475- 7* /' r S°l h * '*** Si* 1 * 
— 24* /ir not quite fo bright as 7 Caffiope& read rather lefs bright fcfcaa 

y Calliope®* 

476* ii,fo'r between the third and fourth magnitude read Wctwcen tl\Q feccmd 

and third magnitude 
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